I?  you  take  one  regular  75-watt  light  bulb, 
and  replace  it  with  a  15-watt  energy  saving 
compact  fluorescent  light  bulb.   


Which  by  the  way,  produces  just  about  the 
same  amount  of  light  ( 2 
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In  one  yean  yoa  coald  save  aboat  175  kWh  of  power. 


OF  mm 


Now,  for  every  175kWh  of  power  that's  created  by 
burning  fuel,  163  kg  of  pollution  is  released  into  the  air. 


163  kg  of 
pollution 


TT^eoN^age^         Algonquin  Park  weighs  163  kg. 


So  by  changing  just  one  light  bulb,  we  save  the  weight  of  a  black  bear  in  air  pollution.' 


15-watt  energy  saving 
compact  fluorescent 
light  bulb. 


The  black  bear  and  air 
pollution  both  weight  163  kg. 
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For  nnore  infornnation: 
ontario.ca/e-zone 
1-800-565-4923  416-325-4000 


Protecting  our  environment. 


Ontario 


